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Episcopal, Crozier Chester and 
Nazareth Hospitals monitor their 
incinerators with EPA 
compliance systems from 
Datatest—you should too! 


+ Continuous stack gas monitoring of SO,-NO - 


CO-CO,-O,-Opacity 


* Field proven, accurate, reliable performance 
* Featuring data acquisition and formatting for 


EPA reporting 


* Complete systems tailored to meet individual 


user's needs 


* Turnkey services including: installation, 
start-up, certification and service contracts 


Call the Datatest environmental monitoring 


experts today! 


a 


a world leader in instrumentation 


6850 Hibbs Lane « Levittown, PA 19057 
(215) 943-0668 « FAX: (215) 547-7973 





equipment. 


your results. 








Limit Your Wastes Liability 


You can limit your extended 
liability for infectious wastes dis- 
posal and save money in the long 

._ run by destroying them with an 

s¥ on-site incineration system from 
KVS. Our state-of-the-art inciner- 
ators provide safe, controlled dis- 
posal of all hospital and medical 
wastes, including solids, liquids, 
pathological radioactive, chemo 

“xs wastes and hazardous materials. 


a Capeniion from 200 to 2,500 Ib/hr. 
# Optional heat recovery for steam or power generation. 


w Flue-gas environmental compliance equipment to 
meet all regulations. 


a Full maintenance and repair service. 
aw Retrofits/upgrades/rebuilds for any type of older 


Call on KVS. Our quality and experience will show in 


Ay® Kennedy Van Saun 


350 Railroad Street 
Danville, PA 17821-0500 
Telephone: (717) 275-3050 FAX: (416) 852-9858 
FAX: (717) 275-6789 





Toronto, Ontario 
Telephone: (416) 852-9731 


A Boliden Allis Division 
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SIGNAGE 
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institution into the sign age. A fast, 
cost-efficient way to produce consistent, 


professional signage in a matter of minutes. 


—s 
\ OBSTETRICS 
_> X-RAY UNIT __ 
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With the GRAPHIX 2 automated lettering syste, you 
can generate your own type and graphics STAT. No more long 
delays in ordering large quantities of signage—and hoping it’s done 
right. Whether it’s customized signs or directional markers, the GRAPHIX 2 
can provide the flexibility and versatility for all of your institution's signage needs. 
And, the GRAPHIX 2 requires no special computer 


or typesetting skills—it’s that easy! 


Whatever the message, let people know—give 
them a sign. After all, we’re the only medium that r ir 
should come between you and your message. 


The GRAPHIX 2 — 


The Medium for the Message. 


Scientific Products 


151 Batson Drive Manchester, CT 06040 
(800) 222-SIGN In Canada (800) 225-5583 
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in 90s 6/90:76 

Opting for concurrent construction ensures 
flexibility and speed 5/90:10 
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1980s 4/90:50 


(continued on page 26) 








POWDER 
POWER 


The secret to better carpet care is in the bag— 
DRI-MATIC!® Each 2.2 liter bag cleans up to 200 
square feet. Dri-Matic comp 


a ws. 
EJ so 
" WINDSOR 
DRI-MATIC COMPOUND 
semenonoe 





ound ensures excellent 


cleaning results and leaves 
no organic residue, so you'll 
clean carpet less often. 

We invite your 
comparison. You'll be 
amazed at the difference 
Dri-Matic will make. 

Call 1-800-444-7654 


WINDSOR’ 


We supply the power 


" Windsor Industries, Inc., 1351 W. Stanford Ave., 
Englewood, CO 80110 U.S.A. 303-762-1800 
FAX 303-762-0817 
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HIGH POWER CONSTANT VOLTAGE CONTROL 





The Peschel* AUTOMATIC VOLTAGE REGULATOR 


@ 99% efficient 


@ No waveform distortion 
@ Very low internal impedance 


@ No phase shift 


@ No effect on power factor 

@ Input ranges +9%, -14% or +20% 

@ Output accuracy +1%, adjustable to +5% 
@ Correction rate up to 20V/sec. 





Incorporates the patented Peschel Variable Transformer 
and buck/boost transformer technology to electro- 
mechanically control voltage with higher reliability and at lower cost than SCR 


or ferroresonant systems. 
Options: 
@ Line drop compensation # Special enclosures 


@ Bypass switch @ Special metering 


Route 22, P.O. Drawer A, Brewster, NY 10509 
Tel: 914-279-8691 Fax: 914-279-2467 Tix: 425 476 HIP UI 


L@ 


Typical Applications: 
@ AC induction motors 
& Individual phase contro! @ Transient suppression @ Lighting 

®& Automated production #& Shore-to-ship power 


240V to 13.8kV, 40A to 2000A 


@ High rise buildings 

@ Broadcast industry 

equipment @ X-ray and medical 
electronics 
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number of risks still remain 7/90:12 
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How does EDI work? 6/90:44 
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size rises 9/90:21 
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5/90:9 
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Study: Managers’ influence rises for furni- 
ture buys 9/90:56 
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What’s next for EDI? Experts offer predic- 
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What’s the market for ED! in health facili- 
ties? 6/90:49 

Who buys cabinets, headwalls, modular wall 
units? 9/90:57 


MEDICAL GAS SYSTEMS 

How to performance-test your medical gas 
system 8/90:20 

Suggested tools for performance testing 
8/90:20 

Tests for evaluating your health facility's 
medical gas and vacuum system 
8/90:22 


MEDICAL RECORDS 

In-house team remodels medical records 
area — doing one half at a time 
11/90:10 


PARKING LOTS/STRUCTURES 

Parking-facility design enhances safety, se- 
curity 3/90:30 

Parking study points out another serious 
problem: Where’s the front door? 
10/90:12 

Sound maintenance program ensures safety 
of parking-structure users 3/90:32 


POLYCHLORINATED BIPHENYLS (PCBs) 

Does your transformer fall under EPA’s regu- 
lations? 2/90:44 
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savings 2/90:42 


PREVENTIVE-MAINTENANCE PROGRAMS 
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Cash prizes offered for innovative ways to 
reduce radon 12/90:7 
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Radon in health facilities: how to evaluate 
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RECYCLING/WASTE MINIMIZATION 
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recycling in hospitals 9/90:12 

Recycling bill OK’d by WI lawmakers 
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overcome 6/90:32 


RELOCATIONS 

Committee, planning guide simplify reloca- 
tions 4/90:46 
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ROOFING 
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slow growth projected 9/90:11 

Pinpointing troublespots via roof-problem 
analysis 7/90:26 

Roof-inspection checklist 7/90:27 


SAFETY 


Construction ‘most dangerous’ work, but 
LTC ranks high, too 6/90:12 
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Employer responsibilities, rights under 
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Sound maintenance program ensures safety 
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SECURITY 

How to prevent abductions of infants from 
hospitals 7/90:18 
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SIGNAGE /WAYFINDING 

Avoiding the hidden costs of ineffective 
wayfinding 4/90:28 

Need more help [with wayfinding]? Here are 
some key resources 4/90:30 

Wayfinding: Design questions to identify 
your facility's strengths and shortcom- 
ings 4/90:34 


TELECOMMUNICATIONS/TELEPHONES 

Factors to weigh when considering bids from 
[telecommunications] vendors 11/90:21 

New FCC proposal on telephone access may 
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Sample format for a telecommunications 
RFP 11/90:19 

10 steps for developing a telecommunica- 
tions RFP 11/90:19 

What’s next? What to do after the RFP is 
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TABLES STAND 
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The new high strength 
AluLITE* Table is 40 
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table surfacing 
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UNDERGROUND STORAGE TANKS (USTs) 

EPA-compliance options for underground 
tanks 4/90:14 

EPA's leak-protection options for USTs 
4/90:16 

EPA storage-tank rules include many exclu- 


sions 4/ 


How often should cathodic systems be 


90:38 


monitored? 4/90:18 


OSHA offers booklet on pressure vessels 


6/90:74 


Rules place financial burdens on UST 


owners 4/90:40 


Suggested fuel-tank maintenance program 


6/90:73 





WHEN TIME IS OF THE ESSENCE... 


SPECIFY INTERVAC 





“Intervac responded quickly to 
our call. They fabricated a 
vacuum pump system to meet 
our Clients specific needs 


“We were able to get the 
package on site and operational 
in record time. Would we specify 
Intervac again? Without a 
doubt.” 


Keith Meller, Project Engineer 
Canonie Environmental Services, 


Inc 
Englewood CO 


An experienced network of sales 
and application engineers, and 
service personnel, ready to 
respond to any situation. Any- 
where in the world. In less than 
aday, call 1-800-433-8487 


or 
Access Code+1+716-924-7080 
(Worldwide) 





“California Compression 


: sisson OL ExCusive LA: 


ve Bienes President: 
Interac Corporation 
Victor: NY. 
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System Specification Specialists 
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What is corrosion? 4/90:17 


UTILITIES 

Four essential principles of utilities master 
planning 4/90:20 

New Orleans’ Ochsner: a case study of utili- 
ties master planning in action 4/90:22 


VIDEO-DISPLAY TERMINALS (VDTs) 

New study shows no effect on pregnancy 
from magnetic fields 1/90:8 

Workstations offer edge for collections 
group 12/90:46 


WASTE 

AHA offers three optional categories for 
medical waste 7/90:40 

AHA’s recommended definition of ‘medical 
waste’ 7/90:38 

AHA supports ATSDR’s plan for a uniform 
definition of infectious waste 6/90:62 

Assessing options for waste minimization 
6/90:32 

ATSDR: Medical waste poses no threat to 
public 6/90:60 

Chain of command, policies, training key to 
waste plans 12/90:16 

Company to recycle infectious wastes 
5/90:9 


Costs soar under EPA’s waste-tracking pro- 
gram 6/90:24 

EPA slaps two hospitals with [waste] fines 
10/90:6 

Freezer solves hospital’s waste-storage 
woes 9/90:60 

GAO calls for better definition of waste 
10/90:6 

Hospitals oversort waste, despite low risks: 
EPA report 9/90:6 

How to control infectious-waste disposal 
costs and liability exposure, too 
6/90:40 

How to select a hazardous-material storage 
building for your health facility 12/90:20 

Microwave system eases waste disposal for 
NC hospital 9/90:8 

MI governor signs 3 waste-disposal bills 

5/90:8 
OSHA offers [hazardous-waste] booklet 
1/90:9 


OSHA seeks input on waste training 4/90:9 

Status of the EPA’s waste-tracking project 
6/90:24 

Reducing waste volumes: 3 obstacles to 
overcome 6/90:32 

Waste risks occupational, not environmental 
7/90:38 

Waste-tracking rules: a state or federal 
approach? 6/90:27 

What the JCAHO looks for in a hazardous- 
waste program 12/90:16 

What to look for in the [hazardous-material 
storage] structure itself 12/90:20 


WATER/WATER TREATMENT 

Choosing a water-treatment vendor: a check- 
list 12/90:40 

EPA bans chromate-based chemicals for 
cooling towers 5/90:48 

Contaminant control ups cooling-tower 
efficiency 5/90:47 

How to select the best water-treatment sup- 
plier 12/90:40 

Symptoms and potential causes of cooling- 
tower inefficiency 5/90:47 
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